Mr. Paugh confirmed that he operated a roof bolter for
6 years, and that he was aware of the respondent's "open door"
policy, and that if he had any problem with his foreman, he
could talk to someone else in management (Tr. 198).  He con-
firmed that as part of his safety training, he was told that
the company wanted him to always be careful and look out for
safety, and that as an underground miner, the company was
concerned about his safety (Tr. 199).

Mr. Paugh confirmed that he was an experienced roof
bolter, and he stated that under good conditions he was able
to complete five cuts of coal a day during his bolting cycle/
installing approximately four to six rows of bolts in each
cut, with four bolts in each row, and that this is usually
considered to be a good day's work (Tr. 199-200).

Mr. Paugh stated that he has complained about the lack
of ventilation over his bolter, and has discussed the matter
with general mine foreman Polce several times, and with super-
intendent Tenney a couple of times.  He stated that over a
period of 18 months, he discussed this with Mr. Polce three
or four times in his office, and six or seven times under-
ground (Tr. 202).  On one occasion after speaking with
Mr. Polce, Mr. Polce informed him that there were problems
with the air, and said "If you can get it, get it, .and if you
can't, you can't." Mr. Paugh stated that he then "got the
best air I could, . . . and later on, the air was down, and I
complained to him again" (Tr. 201).  Mr. Polce also told him
that "we was having trouble getting enough air on the section"
and that "it was hard to get enough air to the face.  But it
could be done" (Tr, 202).

Mr. Paugh stated that Mr. Polce told him that he wanted
him to continue bolting even if he (Paugh) believed there was
inadequate ventilation. Mr. Paugh stated that this occurred
underground approximately a month before he was discharged,
Mr, Paugh explained that on one occasion when the fan was
down, he shut the bolter off, and proceeded to determine why
the fan was down. Mr. Polce was there and advised him to
keep bolting and that there was "plenty of air." Mr. Paugh
stated that "I told him there couldn't be enough air there if
the fan wasn't running." Mr. Polce took out his anemometer,
and held it up, and Mr. Paugh stated that "it just barely
turned." Mr. Polce then said "Yeah, there's plenty of air,
get to bolting." However, the fan came back on, and Mr. Paugh
started bolting again'(Tr. 204).

Mr. Paugh stated that on occasions when the ventilation
curtain was down in the roadways where the buggies and ram
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